
STOP 



Early Journal Content on JSTOR, Free to Anyone in the World 

This article is one of nearly 500,000 scholarly works digitized and made freely available to everyone in 
the world by JSTOR. 

Known as the Early Journal Content, this set of works include research articles, news, letters, and other 
writings published in more than 200 of the oldest leading academic journals. The works date from the 
mid-seventeenth to the early twentieth centuries. 

We encourage people to read and share the Early Journal Content openly and to tell others that this 
resource exists. People may post this content online or redistribute in any way for non-commercial 
purposes. 

Read more about Early Journal Content at http://about.jstor.org/participate-jstor/individuals/early- 
journal-content . 



JSTOR is a digital library of academic journals, books, and primary source objects. JSTOR helps people 
discover, use, and build upon a wide range of content through a powerful research and teaching 
platform, and preserves this content for future generations. JSTOR is part of ITHAKA, a not-for-profit 
organization that also includes Ithaka S+R and Portico. For more information about JSTOR, please 
contact support@jstor.org. 



42-9 



Proceedings of the American Academy of Arts and Sciences. 

Vol. XLII. No. 9. — July, 1906. 



CONTRIBUTIONS FROM THE JEFFERSON PHYSICAL LABORATORY, 
HARVARD COLLEGE. 



A SIMPLE DEVICE FOR MEASURING THE 

DEFLECTIONS OF A MIRROR 

GA L VA NO METER. 



By B. Osgood Teiuce. 



(Continued from page 3 of Cover.} 

VOLUME 42. 

Robinson, B. L. — Studies imthe Eupatorieae : (I.) Revision of the Genus Piqueria; (II.) 
Revision of the Genus Ophryosporus ; (HI.) The Genus Helogyne and its Synonyms ; (IV.) 
Diagnoses and Synonymy of Eupatorieae and of Certain Other ComposUae which have been 
Classed with them. pp. 1-48. May, 1906. 50c. 

Sabine, W. C. — Architectural Acoustics: (I.) Introduction; (II.) The Accuracy of Musical 
Taste in regard to Architectural Acoustics ; (III.) Variation in Reverberation with Varia- 
tion in Pitch, pp. 49-84. June, 19f»6. 45c. 

PEracE, B. O. — On the Permeability and the Retentiveness of a Mass of Fine Iron Particles. 
pp. 85-91. June, 1906. 15c. 

Peirce, B. O. — On the Length of the Time of Contact in the Case of a Quick Tap on a Tele- 
graph Key. pp. 93-100. June, 1906. 15c. 

Mark, E. L., and Copeland, M. — Some Stages in the Spermatogenesis of the Honey Bee. 
pp. 101-111. 1 pi. June, 1906. 20c. 

Hogg, J. L. — Friction and Force due to Transpiration as Dependent on Pressure in Gases, 
pp. 113-146. July, 1906. 45c. 

Peirce, B..O. — On the Conditions to be Satisfied if the Sums of the Corresponding Members 
of Two Pairs of Orthogonal Functions of Two Variables are to be Themselves Orthogonal. 
pp. 147-157. July, 1906: 15c. 

Peirce, B. O. — On the Correction for the Effect of the Counter Electromotive Force induced 
in a Moving Coil Galvanometer when the Instrument is used Ballistically. pp. 159-169. 
July, 1906. 15c. 

Peirce, B. O. — A Simple Device for Measuring the Deflections of a Mirror Galvanometer. 
pp. 171-174. July, 1906. 15c. 



Proceedings of the American Academy of Arts and Sciences. 
Vol. XLII. No. 9. — July, 1906. 



CONTRIBUTIONS FROM THE JEFFERSON PHYSICAL LABORATORY, 
HARVARD COLLEGE. 



SIMPLE DEVICE FOR MEASURING THE 
DEFLECTIONS OF A MIRROR 
GALVANOMETER. 



By B. Osgood Peikck. 



